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ARGOSY Models AP6, AP8 
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Circuit Diagram—Argosy Models AP6, AP8 


General Description: Two-valve (including rectifier), portable record 
reproducer with four-speed B.S.R. auto-change record unit. 

Power Supply: A.C. mains, 200-250 volts, 50 c/s. 

Valves: (Vi) UL84; (V2) UY85. 




